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Monthly Commander's Report 


report 11 ** followlng COffiaents *** submitted on subject 

Reference Part I - Activities 

d. Materiel, Paragraph 2 

Action was tabes 10 March 1967 and the following 
procedures were established as a preventive 
Measure to preclude eoisture collection which 
was believed to be the sain cause for the 
inoperative bleed valve problem. 

operated in conjunction 
I? 11 ?** * Bd/or Po»t-f light Inspection. 
thx^ a times closing bleed valve not less than 

„ ^ bleed valve installed on engines in 

giv ® B *® operational check 
every 30 days utilising the air charged test set. 

c. Bleed valve be removed and cleaned at 
each aircraft Periodic Inspection (200 hours) . 
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Deference Section C, Paragraph 5 


duty at 

* w w I I £**/ 

extension thru Per sonne 1 /OS A , 


, bas requested an extent ion of 

A v ionics/M/ OSA has recoansended 

■ tra n n— Hi mu f A 


Beference Section 0, Paragraph 5 

Interference to the O/S has apparently been 
solved with a ainor sod ifi cat ion. The vendor 
is preparing a Service Bulletin for this purpose. 

2. All other portions of the report have been 
noted. 
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